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Welcome! 

Welcome to the world of PC controlled scanning 
reception. This software application controls the ICF- 
SC1PC scanning receiver from a PC. Here are some of the 
capabilities and features you will discover with the new 
scanning receiver controller. 

• Control your scanning receiver 1CF-SC1PC from a PC. 

• Supports all major functions of the receiver: 

— Scanning options: Programmable Scanning, Memory 
Scanning, Service Scanning, and Intelligent Memory 
Scanning 

— Direct tuning, Preset tuning, Intelligent Memory 
tuning 

— Priority Scanning 

— SKIP function 

— Adjustable scan pause time 

— Adjustable frequency step and detection mode 

• Expanded data handling capability: 

— 20 Programmable Scanning ranges 

— As many Memory preference files as you want (300 
channels per file) 

— As many Skip preference files as you want (100 
frequencies per file) 

• Import/export capability - Read data from the receiver 
to save as a file. Write data of a file of your choice in the 
receiver (Programmable Scanning range data, Memory 
preference data, or the Skip preference data). 

• Search frequencies using the supplied CD-ROM 
nationwide frequency database with over 3 million 
records. Preset the database search results in the preset 
memory and use them to scan or to tune. You can also 
save search results in a file. 



The following frequency bands are used exclusively for 
cellular phone transmission. Reception of these bands is 
prohibited by the Federal Electronic Communications 
Privacy Act, as amended. The scanning receiver and the ' 
scanning receiver controller excludes these bands from its 
frequency range: 

823.980 - 849.020 MHz 

868.980 - 894.020 MHz i 



System requirements: 

IBM PC /AT* compatible personal computer with CPU 
i486™ or higher 
Microsoft Windows® 95 
Serial port (RS-232C) 
CD-ROM drive 

14 MB or more hard disk space 
8 MB or more RAM 



Before using this scanning receiver controller, read the 
Operating Instructions of the scanning receiver 
thoroughly. 
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^Preparation 



Connection 



Connect the ICF-SC1PC scanning receiver to the serial 
port (RS232C) of your PC using the supplied cable. Align 
the arrow on the cable plug to the ^ mark on the receiver. 
Attach the supplied clamp filter near the end that 
connects to the PC, as shown in the illustration below. 





Clamp filter 
(supplied) 



The scanning receiver can be used by itself even when it is 
connected to the PC with the serial cable as long as the 
controller is not started up. 

/Votes 

• When using the receiver connected to a PC, do not 
place the supplied cable near the receiver or the PC. 

• Some signal noise may generate from the cable 
connected to external devices (mouse, printer, etc.), 
depending on the PC in use. 

• If the serial cable is disconnected during the PC control 
mode, the power will turn off on the receiver. 

• Keep the scanning receiver away from the PC when 
using the controller. Select a location with minimum 
noise interference from the PC. 

• Do not lump the serial cable when using the controller. 
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Installing the controller 

1 Insert the CD-ROM in the CD-ROM drive. 

2 Select [RUN! from [Start], 

3 Type in: 
d. setup 

and click [OK] or press [Enter] (when the CD-ROM 
drive is the D drive. Otherwise, change "d:" to the 
appropriate letter). 

The installer program will start up... 



□ 



Setup is preparing the InstalShielo* Wizard which wl 
guide you through the rest erf the setup process. Reese 
wait 



..and then the main window will appear. 
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4 Click [Next]. 

5 The installer prompts you to choose the destination 
location. 

By default, it is: 

C:\Program FilesXSony Scanner\ 

To select the default location, click [Next] (go to step 7). 

To select a different location, click [Browse]. 
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6 Choose the destination location and click lOK]. 
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7 The installer starts to install the files. 

The progress bar indicates the file copying process. 



Copying ptooreln Has... 
ctBtOZdi 
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8 When file installation is complete, the following 
dialog will appear. 

Click [OK]. 



9 The installer asks you if you will read the ReadMe file. 

Click [Yes] to read the file. 

Click [No] to skip reading the file. 



?^ Do you ^ to the README He rnw'? 



To uninstall the controller 

1 Select [Programs] from the [Start]-menu. 

2 Select [Uninstall] in [Sony Scanner]. 

3 Proceed as prompted by the dialog. 



7 



Starting up the controller 

Connect the receiver to the PC before starting up (see 
"Connection", page 5). 

1 Select [Programs] from the [Start] menu. 

2 Select [Sony Scanning Receiver Controller] in [Sony 
Scanner]. 

The power will turn on automatically on the receiver. 
The receiver goes into the PC control mode, and 
"PC-cnt" will appear in the display of the receiver. 



or . L 

il Oil 



To turn off the power on the receiver manually 

Click [POWER] in the main window. Click again to turn 
the power on again. 



Quitting the controller 

Select [Exit] from the [File] menu. 
Notes 

• If you start up the controller with the receiver 
connected to the PC, all the buttons on the receiver will 
be ineffective. 

• When using the receiver connected to the PC, the 
backlight of the display window of the receiver will not 
light up even when using external power. 
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Overview of the main window 



[2 





-as 



CD SCAN MODE buttons 

Starts the respective modes of scanning. 

g] POWER button 

Turns the receiver on and off. 

[3] Frequency display 

When running scan: "SCANNING" flashes and the 
detection mode is displayed. 
At scan pause or in the-Manua-1 Mode: Frequency, 
detection mode, frequency step (Programmable Scanning 
only), preset channel number (Memory Scanning or Preset 
tuning) and the frequency title (if named) are displayed. 

g] SCAN START/ STOP button 

During scanning: Click to stop scanning. 

In the Manual Mode: Click to go into the Scanning Mode. 

The controller resumes the last performed mode of 

scanning. 

\5\ +/- buttons 

During scanning: Click to change scanning direction (+ in 

ascending order, - in descending order). 

During scan pause: Click to resume scanning manually (+ 

in ascending order, - in descending order). 

During Direct tuning: Click to change the frequency step 

by step. 

During Preset tuning or Intelligent Memory tuning: Click 
to move to the next preset/memorized frequency. 

[6] Scanning indicator 

Indicates the current scanning location in the scanning 
target band. 

\T\ Priority frequency display 

Displays the priority frequency and the detection mode 
when Priority Scanning is enabled. 

2TJ PRIORITY button 

Click to enable Priority Scanning. Click again to turn it off. 

[JL SKIP indicator 

Lights up if the current frequency is a SKIP-frequency. 



M SKIP button 

Click during scan pause or in the Manual Mode to 
designate the current frequency a SKIP-frequency. 
Click again to cancel SKIP designation. 

331 DELAY button 

Click to turn DELAY on and off (the 2-second delay 
mode). 

HI DELAY indicator 

Lights up when DELAY is turned on. 

[!1 TUNE button 

Click to enter the Manual Mode: Direct tuning, Preset 
tuning, or Intelligent Memory tuning. 

H PREFERENCES buttons 

Opens the respective preferences dialogs. 

MEMORY: Preset frequencies to the memory in the 

Memory Scan Preferences dialog. 

PROGRAM: Specify frequency ranges in the 

Programmable Scan Preferences dialog. 

SKIP: Specify SKIP-frequencies in the Skip Frequency 

Preferences dialog. 

Il5] Mode indication 

Displays the current reception mode. 

For the scanning modes, displays whether scanning is 

running or at pause. 

(ill Scanning target display 

Displays the respective targets during the scanning modes 
(programmable bands, memory preset pages, service 
bands). 

The target titles are marked with a different color. The 

current scanning target is highlighted. 

Displays the current preset page during Preset tuning. 

|17| Pause Time indicator 

: lights up in the Until The Signal Stops (normal) 
mode. 

^ : lights up in the 5 seconds (5-sccond pause) mode. 
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Command reference 

File menu 



SCANNING RrCEIVFR CONTROLLER MAIN MENU 



Q3 Nm;^*""!* 

'W I SCAN MODE 



1 



[Exit] 



Quits application. 



Operations menu 

Hi 



SCANNING RECEIVER CONTROI LER MAIN MENU 



Tune ► 



' Sew 'StbS'i 




32.4500 MHz 





[Tune]... 
[Direct] 


Goes into Direct tuning. 


[Preset] 


Goes into Preset tuning. 


[Intelligent] 


Goes into Intelligent Memory tuning. 


[Scan] 


Same as the SCAN START/STOP button 
(Ctrl + S). 


[Minus] 


Same as the - button (Ctrl + M). 


[Plus] 


Same as the + button (Ctrl + L). 


[Priority] 


Same as the PRIORITY button (Ctrl + R). 


[Skip] 


Same as the SKIP button (Ctrl + K). 


[Delay] 


Same «s the DELAY button (Ctrl + D). 


[Power] 


Same as the POWER button (Ctrl + P). 



Preferences menu 




[Memory Scan Preferences] 

Preset frequencies to the memory in the 
Memory Scan Preferences dialog. 

[Programmable Scan Preferences] 

Specify frequency ranges in the 
Programmable Scan Preferences dialog. 

[Skip Frequency Preferences] 

Specify SKIP-frequencies in the Skip 
Frequency Preferences dialog. 

[Pause Time]... 

[Until The Signal Stops] 

Scanning pauses as long as the signal is received 
and resumes automatically when the signal breaks. 

[5 Seconds] 

Scanning pauses for 5 seconds at reception and 
then resumes scanning automatically. 



View menu 



SCANNING RECEIVER CONTROLLER MAIN MENU 
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POWER 



■ Pattefrg 
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I 









[Pattern 1 - 4] Switches the display pattern of the 
main window. 



(Guide] 



Turns the pointer guide on /off. 



Options menu 



Smd&opaimabto Data ftiRswe* 



Service Scan Data 

w m i M i i i ir i iT i •■ ■■■ JnUftgsntMAiniy 0*tfti 

;et 
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H«may Data Otitis Ream* 



[Frequency Search] 

Sta rts up th e frequen cy database . 

[Send Programmable Data to Receiver] 
Exports data to the receiver. 

[Service Scan Data] 

Displays the service ba nds. 

[Intelligent Memory Data] 

Displays the contents of the Intelligent 
Memory of the receiver. 

[All Clear]... 

[Memory Data Of The Receiver] 

Clears all memory in the receiver. 

[Skip Data Of The Receiver] 
Clears all SKIP-frequency data in the receiver. 



Help menu 

f> Operation! BsrerenoaJJ »»W Qj*oro 



SCANNING RECEIVER CONTROLLER MAIN MENU 



Help 



SCAN MODE 



Contents 

fry Wad Stadn 

y.asion Information 



i 



[Contents] 



Displays the table of contents of 
the Help information. 



[Key Word Search] 



Searches key words in the Help 
information. 



IVersion Information] Displays the software version 
information of this controller. 
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► Reception — Receiving in the 
Scanning Mode 

Programmable Scanning 
Default frequency range of the bands 

The receiver controller has 20 programmable bands. You 
can specify any frequency within the range of the receiver 
to any band. 

By default, the controller divides its frequency range of 25 
to 1300 MHz into 17 predefined bands, with 3 separate 
bands for the amateur radio frequencies; 



Band Frequency 


Detection 


Frequency 


Title 


no. 


range (MHz) 


mode 


step (kHz) 




1 


25.0000 - 


29.0000 


AM 


5 


Band 1 


2 


29.0000 - 


54.0000 


NFM 


5 


Dana L 


3 


54.0000 - 


72.0000 


WFM 


50 


Band 3 


4 


72.0000 - 


76.0000 


NFM 


5 


Band 4 


5 


76.0000 - 


88.0000 


WFM 


50 


Band 5 


6 


88.0000 - 


108.0000 


WFM 


100 


Band 6 


7 


108.0000 - 


137.0000 


AM 


12.5 


Band 7 


8 


137.0000 - 


148.0000 


NFM 


5 


Band 8 


9 


148.0000 - 


174.0000 


NFM 


5 


Band 9 


10 


174.0000- 


216.0000 


WFM 


50 


Band 10 


11 


216.0000 - 


225.0000 


NFM 


5 


Band 1 1 


12 


225.0000 - 


400.0000 


AM 


12.5 


Band 12 


13 


400.0000 - 


470.0000 


NFM 


12.5 


Band 13 


14 


470.0000 - 


512.0000 


NFM 


12.5 


Band 14 


15 


512.0000 - 


806.0000 


WFM 


50 


Band 15 


16 


806.0000 - 


1000.0000 


NFM 


12.5 


Band 16 




(excluding cellular phone band) 








17 


1000.0000 - 


1300.0000 


NFM 


12.5 


Band 17 


18 


50.0000 - 


54.0000 


NFM 


5 


Amateur 
_Band 1 


19 


144.0000 - 


148.0060 


NFM 


5 


Amateur 
^Band 2 


20 


420.0000 - 


450.0000 


NFM 


5 


Amateur 
Band 3 



Defining the programmable scanning 
frequency range 

You can program the frequency range ot each of the 20 
bands. 

Define the range bv specifying the lower and the upper 
limits of the range. You can also specify the frequency 
step and the detection mode. 

1 Click [Scan Stop! in the main window if the receiver is 
running Programmable scan. 

2 Click [PROGRAM] under PREFERENCES in the main 
window (or select [Programmable Scan Preferences] 
from the [Preferences] menu). 

The Programmable Scan Preferences dialog will 
appear. 

3 Click the tab that contains the band you wish to define 
(1-10: Bands 1 to 10, or 11-20: Bands 11 to 20), then 
click the band of your choice. 



MM 

Ho. 


ftwpancy 


Mod* 




TUe 








AH 




■ 


(Tf 


29.0000- 54.0000 


NFH 


5 


Bond2 U 


1 3 | 


54.0000- 72.0000 


ura 


SO 


Band.3 | 


1 ' 1 


72.0000- 76.0000 


NFH 


5 


Band4 \: 


1 s 1 


76.0000- 88.0000 


BFB 


50 


Bond5 | 


] * | 


88.0000- 108.0000 


VFK 


100 


Band6 [ 


1 ' 1 


108.0000- 137.0000 


AH 


12.5 


Bond7 f s 


1 » 1 


137.0000- 148.0000 


NFM 


5 


BandB [. 


1 9 1 


148.0000- 174.0000 


KFH 


5 


Band9 | 


1 10 I 


174.0000 216.00CO 


-P* 




landlO | 





1 OK | Cancsl | He» I 



The band data dialog will appear. 
4 Select the options to your choice and click [OK]: 



<• Band t'Jo4 E3 



■raw (USed 

FiequOTcy |72ir ■ ^ MHz T |?6 0000 
Mode (nfi/ 3 ' 
8»»P F 3 KHZ 

Default 1 [ OK 1 Cancel | Help 1 



Type in the title (optional). 

Specify the upper and lower limit frequencies by 
typing the frequency digits, or by clicking A or ▼*. 
Select a detection mode from the pull-down menu 
(NFM, WFM, or AM). 

Select a frequency step from the pull-down menu 
(NFM or AM: 5, 10, 12.5, 25, 50, 100 kHz / WFM: 50 or 
100 kHz). 



The display will return to the Programmable Scan 
Preferences dialog. 
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5 Repeat steps 3 and 4 if vou wish to define other bands. 

6 Click (OKI on the Programmable Scan Preferences 
dialog. 

Notes 

• All settings are NOT saved until you click [OK] in the 
Programmable Scan Preferences dialog (step 6). 

• You cannot change the Programmable Scanning 
preferences while running it. 

• There are no restrictions on the letters/characters you 
can use for the title of the programmable range. The 
title of the band must be within 20 letters. 

• If you have changed the detection mode to WFM when 
you are in AM or NFM with the frequency step set to 25 
kHz or less, the frequency step will automatically 
change to 50 kHz. If the current frequency is not a step 
frequency, it will automatically change to a step 
frequency. 

*You cannot use the A or ▼ buttons to change the frequency value 
until vou have typed in a valid frequency (within the range of 25 
to 1300 MHz). 

To cancel programming of a band 

Click [Cancel] in the band data dialog. 

To revert band ranges to default 

Click [Default]. 

Wofes 

• Note that by clicking [Default], programming data of 
the band will be lost and returns to default setting 
(shown in "Default frequency range of the bands", page 
14). 

• You cannot save the Programmable Scanning 
preferences data in a file. 



Running Programmable Scanning 

1 Click IProgram] under SCAN MODE in the main 
window. 

2 Select one or more bands in the target display. 
To include/exclude bands 

Click the band number or the band title in the target 
display. Click a target band to exclude it from the 
scanning target. Click an excluded band to include it 
in the target. 

3 Adjust the SQL control on the receiver. 

Adjustment of the SQL (squelch) control is essential to 
all scanning procedures. Adjust it on the receiver (see 
"Adjusting the SQL control" in the Operating 
Instructions of the scanning receiver). 

You cannot adjust the SQL control from the controller. 




When scanning: 

PROGRAMMABLE SCAN-RUN appears in the mode 
display. 

The current target band will be highlighted in the 
scanning target display. 

SCANNING will flash and the detection mode and 
the frequency step will appear in the frequency 
display. 

The scanning indicator will display the progress of the 
scanning within the band. 



At scan pause: 

The mode display changes to PROGRAMMABLE 
SCAN-PAUSE. 

The frequency display will show the frequency, 
detection mode and the frequency step. 
The receiver resumes scanning automatically when 
the signal breaks off. 

(For scan pause time options, see "Adjusting scan 
pause time", page 44). 

If the last performed mode of scanning was Programmable 
Scanning, you can also run Programmable Scanning by clicking 
[SCAN START] in the Manual Mode. 
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Note 

\ mi cannot exclude a band it it i> the only target band. 

To start scanning again manually during scan 
pause 

Click + or -. 

Scanning will restart in ascending direction if vou click +, 
and in descending direction if vou click -. 

To change scanning direction during scanning 

Click + or -. 

Scanning will change to the ascending direction if you 
click +, and to the descending direction if you click -. 

To stop scanning 

Click [SCAN STOP]. 

Scanning will stop at the present frequency. 

Exporting Programmable Scanning 
data to the receiver 

You can export Programmable Scanning data on the 
controller to the receiver. This will overwrite the present 
Preset L and Preset U frequencies in the receiver. 
Note that once the data is overwritten in the receiver, you 
cannot retrieve the old data. 



' Send Programmable Data To Receiver 



Frequency f 
■UtoU |nfm 
;Step . Is 



L •■ Preset 1) 

~3kHz 



Help 



Select [Send Program Data To Receiver] from the 
[Options] menu. 

The Send Program Data To Receiver dialog will 
appear. 

Select the options to your choice and click [OK]. 

Type in the lower and upper limit frequencies. 
Select a detection mode from the pull-down menu. 
Select a frequency step from the pull-down menu. 

Click [OK] in the export confirmation dialog. 



Memory Scanning 

Presetting stations in the memory 

Presetting is done in preset files. A preset file can hold up 
to 10 preset pages, each able to memorize 30 channels; 
thus a single memory preset file can hold a total of 300 
channels. 

When vou store a frequency to a preset channel, you can 
specify the frequency step, detection mode, the DELAY 
setting and the name for each frequency as well. 

1 Click [Scan Stop] in the main window if you are 
running Memory Scan. 

2 Click [MEMORY! under PREFERENCES in the main 
window (or select [Memory Scan Preferences] from 
the [Preferences] menu). 

The Memory Scan Preferences dialog will appear, 
showing 10 pages. 



' Memory Scan Pieferences 



..ntillarl n>1 tut 



Open j -* 



2 |Page2 



save 



j 3 |Page3 



j Page4 



Sew tef He... \ | 5 | Pages" 



m 

(it 

m 

m 
\ 



|Page6 



7 Page7 



| 8 |Page8 



Import j I 



t| 9 |Page9 



0 PagelO 



Click the page of your choice. 

The Memory Scan Preferences-Data dialog will 

appear, containing 30 channels in the page. 

Type in a page title if you wish to change the present 

title (up to 20 letters). 



Ktl -I 



_0**J 



j Mom 1 mmaiii. |o*y| 
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4 Click I NEW]. " 

The now preset dialog will appear. The lowest vacant 
channel number in the page will be displayed. 

Fnqumcy : | jj MHz |SB13khi 

MOItt i |[>.'Uull 2] • - 

Fi*wm>iw| 

Dtor F 3 * 

I OK I Cmcel ( Help | 



5 Select the options to vour choice and click [OK]. 
Select a preset number. 

Select frequency step*. (Select [Default] from the pull- 
down menu to select the default frequency step of the 
frequency, as seen in "Default frequency range of the 
bands", page14). 

Type in the frequency, or select by clicking ▲ or ▼*. 
Select detection mode. (Select [Default] from the pull- 
down menu to select the default detection mode of the 
frequency, as seen in "Default frequency range of the 
bands", page 14). 

Type in the frequency title (optional). 

Select DELAY setting (see "Adjusting scan pause 

time", page 44). 

The display will return to the Memory Scan 
Preference-Data dialog. 

6 Click [OK] in the Memory Scan Preferences-Data 
dialog. 

7 Repeat steps 3 to 6 if you wish to preset channels in a 
different page. 

8 Click [OK] in the Memory Scan Preferences dialog. 

* The frequency step you have chosen here m the preset 
dialog only affects the step in which the frequency changes 
when you adjust it with ▲ or ▼, and is not saved as 
preference data. 

To cancel presetting 

Click [Cancel]. 



Running Memory Scanning 

Memory Scanning scans the frequencies preset in the 
memory channels. 

1 Click [Memory] under SCAN MODE in the main 
window. 

2 Select the page(s) of your choice in the scanning target 
display . 

To include/exclude pages 

Click the page number or the page title in the target 
display. Click a target page to exclude it from the 
scanning target. Click an excluded page to include it 
in the target. 

Pages without channel presets are not displayed. 

3 Adjust the SQL control on the receiver. 

(See "Adjusting the SQL control" in the Operating 
Instructions of the scanning receiver). 

When scanning; 

MEMORY SCAN-RUN appears in the mode display. 
The current target page will be highlighted in the 
scanning target display. 

SCANNING will flash in the frequency display. 
At scan pause; 

The mode display changes to MEMORY SCAN- 
PAUSE. 

The frequency display will show the frequency, 
detection mode, preset channel number and the 
channel title. 

The receiver resumes scanning automatically when 
the signal breaks off. 

(For scan pause time options, see "Adjusting scan 
pause time", page 44). 

If the last performed mode of scanning was Memory 
Scanning, you can also run Memory Scanning by clicking 
[SCAN START] in the Manual Mode. 



Notes 

•All settings are NOT saved until you click [OK] in the Memory 
Scan Preferences dialog. If vou exit the Memory Scan Preferences 
dialog bv clicking [Cancel], the changes are not saved and the 
preferences will revert to the previous condition. 

•Clicking [OK] to exit the Memory Scan Preferences dialog will 
not save the data as a fiie. To save the data as a file, see "Saving 
Memory Preferences Data in files", page 25. 

•There are no restrictions on the letters/characters you can use for 
the frequency title. 

•You cannot change the Memory Scanning Preferences while 
running it 
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• You cannot exclude a page it it is the only target page. 

To start scanning again manually during scan 
pause 

Click + or -. 

Scanning will restart in ascending direction if you click +, 
and in descending direction if you click -. 

To change scanning direction during scanning 

Click + or -. 

Scanning will change to the ascending direction if you 
click +, and to the descending direction if you click -. 

To stop scanning 

Click [SCAN STOP! 

Scanning will stop at the present frequency. 



Editing memory data 

The preset memory data can be edited. 

1 Click [Scan Stop) in the main window if the receiver is 
running Memory Scan. 

2 Click [MEMORY] under PREFERENCES (or select 
[Memory Scan Preferences! from the [Preferences! 
menu). 

The Memory Scan ['references dialog will appear. 

3 Click the page of your choice. 

The Memory Scan Preferences-Data dialog will 
appear. 

Type in a title if you wish to change the present title. 

4 Select the channel vou wish to edit and click [EDIT]. 
The memory editing dialog will appear. 

5 Select the options to your choice and click [OK[. 

Select frequency step. (Select [Default] from the pull- 
down menu to select the default frequency step of the 
frequency, as seen in "Default frequency range of the 
bands", pagel4). 

Type in the frequency, or select by clicking A or T. 
Select detection mode. (Select [Default] from the pull- 
down menu to select the default detection mode of the 
frequency, as seen in "Default frequency range of the 
bands", page 14). 

Type in the frequency title (optional). 

Select DELAY setting (see "Adjusting scan pause 

time", page 44). 

The display will return to the Memory Scan 
Preferences-Data dialog. 

6 Click [OK] in the Memory Scan Preferences-Data 
dialog. 

7 Repeat steps 3 to 6 if you wish to edit channels in a 
different page. 

8 Click [OK] in the Memory Scan Preferences dialog. 

To cancel presetting 

Click [Cancel]. 

Notes 

•All settings are NOT saved until you click (OK) in the Memory 
Scan Preferences dialog. If you exit the Memory Scan Preferences 
dialog by clicking [Cancel], the changes are not saved and the 
preferences will revert to the previous condition. 

•There are no restrictions on the letters/characters you can use for 
the frequency title 
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Other options in the Memory Scan 
Preferences-Data dialog 




Deleting channel presets 

1 Select the preset channel you want to erase. 

2 Click [Delete]. 

Printing the channel chart 

1 Click [Print]. 

The Print dialog will appear. 

2 Select the options to your choice and click [OK]. 

Arranging the chart according to frequency 

Click [Frequency (MHz)]. 

The memory preset channels will be arranged 

according to frequency in ascending order. Click 

again to change to descending order. 

The order of channels with the same frequency do not 

change. 

Arranging the chart according to detection mode 

Click [Mode]. 

The memory preset channels will be arranged in the 
order of AM — ► NFM — * WFM. Click again to change 
to WFM NFM — ► AM. 

The order of channels with the same detection mode 
do not change. 

Arranging the chart alphabetically 

Click [Frequency Title]. 

The memory preset channels will be arranged 
alphabetically (channels without a title will come very 
first). Click again to change to the opposite order. 
The order of channels with the same title do not 
change. 

Arranging the chart according to DELAY setting 

Click [Delay]. 

The memory preset channels with DELAY will come 
first. Click again to change to the opposite order. 
The order of channels with the same DELAY setting 
do not change. 



Note 

All settings arc NOT saved until you click |OK] in the Memory 
Scan Preferences dialog. II you c\it the Memory Scan Preferences 
dialog by clicking [Cancel], the changes are not saved and the 
preferences will revert to the previous condition. 

Saving Memory Preferences Data in 
files 

The memory preferences can further be saved as files (up 
to 300 channels per file). 

The controller runs Memorv Scanning on a single memory 
preferences file at a time. Store memory data in files and 
switch the active preferences file. 

Saving a file 

Click [Save] in the Memory Scan Preferences dialog. 

The active memory preferences file will be 
overwritten. If there is no active file, the Save As 
dialog will appear. 

Name the file, select the "Memory" folder and click 
[Save]. 

The extension ".txt" will be added automatically to 
the file name. 

Data for all 10 pages are saved in the single file. 
Creating a new file 

Click [New File] in the Memory Scan Preferences dialog. 

If the current preferences have been changed, the 
controller asks you if you want to save it before 
creating a new file. If you do, click [Yes] . 
If the current preferences have not been changed, the 
controller opens a new file. 

After the current preferences are saved, the Memory 
Scanning Preferences dialog changes to a new, 
untitled file. 




t Ok .| caneel j H.|p | 
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Editing existing files 

1 Click [Openl in the Memory Scan Preferences dialog. 
If the current preferences have been changed, the 
controller asks you if you want to save it before 
opening an existing file. If you do, click [Yes|. 

The Open dialog will appear. 

2 Select the file you want to edit and click [Openl. 
The Memory Scanning Preferences dialog changes to 
the file you have chosen. 

Saving the edited file as a different file 

Click [Save As File...] in the Memory Scan Preferences 
dialog. 

The Save As dialog will appear. 

Name the file, select the "Memory" folder and click 

[Save], 



Note 

Save all Memory Scan Preferences files in the "Memory" tolder. 
Do not delete or move the folder or change its name. 

Switching the active Memory Scan 
Preferences file 

1 Click I Openl in the Memory Scan Preferences dialog. 
If the current preferences have been changed, the 
controller asks you if you want to save it before 
opening an existing file. If you do, click [Yes]. 

The Open dialog will appear. 

2 Select the file to be used as the active Memory Scan 
Preferences file and click [Open]. 

The Memory Scan Preferences dialog changes to the 
file you have chosen. 

3 Click [OK] to'close the Memory Scan Preferences 
dialog. 

Note 

If you click [Cancel] to close the dialog, the active 
preference file remains unchanged. 



importing memory data from the 
receiver 

You can import the Memory Preferences data from the 
receiver. 

1 Click [MEMORY] under PREFERENCES in the main 
window (or select [Memory Scan Preferences] in the 
[Preferences] menu). 

The Memory Scan Preferences dialog will appear. 

2 Click [Import]. 

3 Click [OKI in the import confirmation dialog. 



Sony Scanning Receivei Contiollet 




Do you want to Import? 
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If the current preferences have been changed, the 
controller asks you if you want to save the current 
preferences. Click [Yes] to save the changes. 
"Importing" will appear in the display. 

4 To use the imported data as the active preference 
data, click [OK] to close Memory Scan Preferences 
dialog. 

To keep the active preference data unchanged (i.e., 
revert to the condition before you opened the Memory 
Scan Preferences dialog), click [Cancel] to close the 
dialog. 

Exporting memory data to the 
receiver 

You can select a Memory Preferences file and export its 
data to the receiver. Note that once the data is overwritten 
in the receiver, you cannot retrieve the old data. 

1 Click [MEMORY] under PREFERENCES in the main 
window (or select [Memory Scan Preferences) from 
the [Preferences] menu). 

The Memory Scan Preferences dialog will appear. 

2 Click [Open] and select a file if you want to export an 
existing file. 

Click [New File] if you want to create and export a 
new file. 

3 Click [Export]. 

4 Click [OK] in the export confirmation dialog. 
"Exporting" will appear in the display. 

5 Click [Cancel] to close the Memory Scan Preferences 
dialog. 

To use the exported data as the active preference data, 
click [OK] to close the dialog. 
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Erasing all memory data on the receiver 

Note that the erased memory data of the receiver cannot 
be retriev ed. Make sure of the data you are erasing. 

1 Select [Memory Data Of The Receiver] under [All 
Clear] from the (Options] menu. 

2 Click [OK] in the erase confirmation dialog. 



Sony Scanning R 
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Saving database search results 

You can save the search results of the CD-ROM frequency 
database software as a file. 

To start up the database, see "Starting up the CD-ROM 
frequency database", page 45. 

For operation of the database software, see [Help] in the 
database software. 



1 Search in the frequency database. 

2 Name the search result. 

By default, the file will be named Output.dbf. The 
extension ".dbf" will be added automatically. 
Save it in the "Reference" folder in the "Sony 
Scanner" folder. 

3 Click [MEMORY] under PREFERENCES in the main 
window (or select [Memory Scan Preferences] in the 
[Preferences] menu). 

The Memory Scan. Preferences dialog will appear. 
Click the page you wish to save the search results. The 
Memory Scan Preferences-Data dialog will appear. 

4 Click [Reference]. 

The Open dialog will appear. 

5 Select the reference file you have just saved and click 
[Open], The References dialog will appear. 

6 Click the channel number you want to store and click 
[OK]. 

You can choose one or more channels. 
Notes 

•The selected data is written in the vacant preset channel of the 

page. You cannot save the search results if you have chosen more 

channels than the vacant preset channels. 
•Detection mode for the saved data will be the default, and 

DELAY will be on. 
•You can only save seafth results within the range of this 

controller (25 - 1300 MHz, excluding the cellular phone band). 
• Do not delete or move the "Reference" folder or change its 

name. 



Service Scanning 

Service Scanning scans one or more of the 9 pre- 
programmed Public Service Bands of your choice. 

The pre-programmed Public Service Bands are as follows; 



Program 


Service Band 


no. 




1 


NOAA Weather broadcast 


2 


Police 


3 


Fire and Emergency 


4 


Marine 


5 


Aircraft (VHF) 


6 


Aircraft (UHF) 


7 


FM broadcast 


8 


TV audio (VHF) 


9 


TV audio (UHF) 



1 Click [Service! under SCAN MODE in the main 
window. 

The service bands will appear in the target displav. 

2 Click the service band of your choice in the target 
display. 

To include/exclude service bands 

Click the service band number or the service band title 
in the target display. 

Click a target band to exclude it from the scanning 
target. Click an excluded band to include it in the 
target. 

3 Adjust the SQL control on the receiver. 

(see "Adjusting the SQL control" in the Operating 
Instructions of the scanning receiver). 

When scanning; 

SERVICE SCAN-RUN appears in the mode display. 
The current target service band will be highlighted in 
the scanning target display. 

SCANNING will flash and the detection mode will 
appear in the frequency display. 

The scanning indicator will display the progress of the 
scanning within the service band. 

At scan pause; 

The mode display changes to SERVICE SCAN- 
PAUSE. 

The frequency display will show the frequency and 
the detection mode. 

The receiver resumes scanning automatically when 
the signal breaks off. 

CFor scan pause time options, see "Adjusting scan 
pause time", page 44). 



If the last performed mode of scanning was Service Scanning, you 
can also run Service Scanning by clicking [SCAN START] in the 
Manual Mode. 
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Note 

^ on uiimol exclude .\ sor\ ice band if it is the only target band. 

To start scanning again manually during scan 
pause 

Click + or -. 

Scanning will restart in ascending direction if you click + 
and in descending direction if you click -. 

To change scanning direction during scanning 

Click + or -. 

Scanning will change to the ascending direction if you 
click +, and to the descending direction if y.ou click -. 

To stop scanning 

Click [SCAN STOP]. 

Scanning will stop at the present frequency. 

Displaying Service Scanning 
frequency range 

1 Select [Service Scan Data] from the [Options] menu. 
The Service Scan Data dialog will appear. 



Service Scan Dala 



Service 



2 Police 



3 | Fire and Emergency 

4 I Marine 



5 AircraftrVHF) 



6 Aircraft(UHF) 



7 FM broadcast - 



8 "TV audio(VHF) 



9 TVaudio(UHF) 



2 Click the Service band of your choice. A dialog will 
show the frequency range of the service bands. 



Mode HTM 
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162.4000 - 162.5500 125kHz Step) 



Plirt I 

To print 

Click [Print). 
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Intelligent Memory Scanning 

When the receiver receives a station continuously for 5 
seconds or longer, the frequency is memorized 
automatically in the Intelligent Memory. The Intelligent 
Memory holds the HI most recent reception frequencies. 
Intelligent Memory Scanning scans the frequencies in the 
Intelligent Memory of the receiver. 

1 Click [Inte...] under SCAN MODE in the main 
window. 

2 Adjust the SQL control on the receiver. 

(see "Adjusting the SQL control" in the Operating 
Instructions of the scanning receiver). 

When scanning; 

INTELLIGENT MEMORY SCAN-RUN appears in the 
mode display. 

SCANNING will flash in the frequency display. 
At scan pause; 

The mode display changes to INTELLIGENT 
MEMORY SCAN-PAUSE. 

The frequency display will show the frequency, the 
detection mode, and the Intelligent Memory number. 
The receiver resumes scanning automatically when 
the signal breaks off. 

(For scan pause time options, see "Adjusting scan 
pause time", page 44). 

I?' 

If the last performed mode of scanning was Intelligent Memory 
Scanning, you can also run Intelligent Memory Scanning by 
clicking [SCAN START] in the Manual Mode. 

To start scanning again manually during scan 
pause 

Click + or -. 

Scanning will restart in ascending direction if you click +, 
and in descending direction if you click -. 

To change scanning direction during scanning 

Click + or -. 

Scanning will change to the ascending direction if you 
click +, and to the descending direction if you click -. 

To stop scanning 

Click [SCAN STOP]. 

Scanning will stop at the present frequency. 
Note 

Intelligent Memory holds the 10 most recent reception frequencies. 
The oldest one will be erased as there is new reception. Store the 
frequency in the memory if you need to store it 
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Displaying Intelligent Memory 
frequency 

Click [SCAN STOP] in the main window if vou are 
running scan. 

Select [Intelligent Memory Datal from the [Options) 
menu. 

The Intelligent Memory Data dialog will display the 10 
recent reception frequencies. 



** Intelligent Memory Data Q 



1 


1000 


2000 


NFM 




512 


0000 


tJFH 


3 


148 


0000 


NFM 


4 


92 


8000 


NFM 


5 


70 


4000 


WFM 


6 


65 


2000 


WFM 




57 


4000 


WFM 


S 


29 


0000 


NFM 


9 


25 


0000 


AM 


10 


162 


4500 


NFM 
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To Print 

Click [Print]. 



► Reception — Receiving in the 
Manua l Mode 

Direct tuning 

You can tune by directly inputting the frequency digits 
(Direct tuning), or by adjusting the frequency step by step 
by clicking A or Y* 

1 Click [Tune] in the main window. 
The Tune dialog will appear. 




■ » i ■ — <■ ■ 1 



2 Click the [Direct] tab. 

3 Select the options to your choice and click [OK]. 

Select frequency step. (Select [Default] from the pull- 
down menu to select the default frequency step of the 
frequency, as seen in "Default frequency range of the 
bands", pagel4). 

Type in the frequency, or select by clicking A or ▼*. 
Select detection mode. (Select [Default] from the pull- 
down menu to select the default detection mode of the 
frequency, as seen in "Default frequency range of the 
bands", page 14). 



The mode display will show DIRECT TUNE. 
The frequency display will display the frequency, 
detection mode and frequency step. 



* You cannot use the A or T buttons to change the frequency value 
until you have typed in a valid frequency first (within a range of 
25 to 1300 MHz). 
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Preset tuning 



Intelligent Memory tuning 



Preset tuning recalls a frequency stored in memory (see 
page 19). 

1 Click ITune] in the main window. 
The Tune dialog will appear. 

2 Click the [Preset] tab. 



Tunc O 



Direct I Prasw I InHlliaera ) 




2 162.4250 NFH Ueather 2 On 

3 162.4S00 NFH Weather 3 On 

4 162.4750 NFH UeaUiet 4 On 
5 



6 
7 
8 
9 
.0 



1 OK | Oncol [ Help | 



3 Select the page from the pull-down menu in the upper 
column. 

The lower column will display the channels in the 
selected page. 

4 Select the chanftel from the chart and click [OK]. 

The mode display will show PRESET TUNE. 
The frequency display will display the frequency, 
detection mode, preset channel number and the 
frequency title (if named). The page number will be 
displayed on the target indication. 



Intelligent Memory tuning recalls a frequency stored in 
the Intelligent Memory of the receiyer (see page 31). 

1 Click ISCAN STOP] in the main window if the 
receiver is running scan. 

2 Click ITune] in the main window. 
The Tune dialog will appear. 

3 Click the [Intelligent] tab. 

The frequencies for the 10 recent reception will 
appear. 

flQBIHIHMHIIHil^HmiHHHHHIEii 

Direct J Preset ] mm ■—») i 

No. FrequancyQUHa node 

2 162.4500 NFH 

3 162. 4250 NFH 

4 162.4000 NFH 

5 140.0000 NFH 

6 104.0000 WFH 

7 99.0000 WFK .y.. 
8 96.8000 UFA 

9 1000. 2000 NFH 
10 512.0000 UFM 



1 OK I Cancel 1 'Help I 
_3i_ : • „ i : ki i_i 

4 Select a frequency from the chart and click [OK]. 

The mode display will show INTELLIGENT 
MEMORY TUNE. 

The frequency display will display the frequency, the 
detection mode, and the Intelligent Memory number. 

Note 

You cannot recall a station in the Intelligent Memory when 
running scan. 
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Priority Scanning 



• You cannot change the Memory Scanning Preferences while 
running it. 



Priority Scanning checks the priority channel every 5 
seconds and switches to this channel if there is reception. 
If reception is broken, the receiver will return to the 
previous condition. 

You can run Priority Scanning during any scanning or 
tuning modes. 

Specifying the priority frequency 

Specify a priority frequency of your choice to preset 
channel 30 on page 10 (the priority channel). The 
procedure is the same as presetting other frequencies to 
memory, but you cannot use any other channel for this 
purpose. 

1 Click [MEMORY] under PREFERENCES in the main 
window (or select [Memory Scan Preferences] from 
the [Preferences] menu). 

The Memory Scan Preferences dialog will appear, 
showing 10 pages. 

2 Click page 10. 

The Memory Scan Preferences-Data dialog for page 10 
will appear. 

3 Select the preset channel number 30 in the lower 
column and click [Edit] (or click [New] and select 
preset channel number 30). 

4 Select other options to your choice and click [OK]. 

Select frequency step*. (Select [Default] from the pull- 
down menu to select the default frequency step of the 
frequency, as seen in "Default frequency range of the 
bands", pagel4). 

Type in the frequency, or select by clicking ▲ or T*. 
Select detection mode. (Select [Default] from the pull- 
down menu to select the default detection mode of the 
frequency, as seen in "Default frequency range of the 
bands", page 14). 

Type in the frequency title (optional). 

Select DELAY setting (see "Adjusting scan pause 

time", page 44). 

5 Click [OK] in the Memory Scan Preferences dialog. 

* The frequency step you have chosen here in the preset 
dialog only affects the step in which the frequency changes 
when you adjust it with A or ▼, and is not saved as 
preference data. 

To cancel presetting priority frequency 

Click [Cancel]. 



Running Priority Scanning 

Click [PRIORITY] in the mam window. 

PRIORITY, the priority frequency, and the mode 
indication will appear in the priority frequency 
display. 

When the receiver receives the priority frequency, the 
mode indication and the priority frequency display 
will be highlighted. 

Click [PRIORITY] again to cancel Priority Scanning. 



Notes 

•The priority frequency is NOT saved until you click [OKI in the 

Memory Scan Preferences dialog. If you exit the Memory Scan 

Preferences dialog by clicking [Cancel], the priority frequency 

will revert to the one last saved. 
•There are no restrictions on the letters/ characters you can use for 

the frequency title. 
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►Other useful functions 



SKIP function 

You tan designate up to 100 frequencies as SK.ll 1 - 
trequencies. The receiver will skip these frequencies 
during scanning. Designate unwanted frequencies such as 
interference signals. 

Designating the current reception a 
SKIP-frequency 

Click [SKIP1 (in the lower left) during reception (i.e., 

scanning pause or in the Manual Mode). 

In the Manual Mode, click [SKIP] again to cancel SKIP 

designation. 

Designating SKIP-frequencies in 
Preferences 

1 Click ISKIP] under PREFERENCES in the main 

window (or select [Skip Frequency Preferences] from 
the (Preferences] menu). 

The Skip Frequency Preferences dialog will appear. 



- Skip Fiequency Pieleiences 



Open 



Save 



Save As File.. 



No. FrequencvWIHz) Mode 

2 26.6600 AH 

3 76.0000 UFM 

4 137.0300 MFH 

5 216.0000 NFH 



Export 



Import 



Tune On j 



Print 



_j OK | Cancel | Help | 



2 Click [NEW]. 

The Skip Frequency-New Data dialog will appear. 



Skip Fiequency - Hew Dala 



Frequency | MHz 

t$tf? >e | Default 



Mode | Default J 

I OK | Cancel | Help | 



3 Select the options to vour choice and click [OK]. 
Select frequency step*. (Select IDefault] from the pull- 
down menu to select the default frequency step of the 
frequency, as seen in "Default frequency range of the 
bands", pageH). 

Tvpe in the frequency, or select bv clicking ▲ or ▼*. 
Select detection mode. (Select IDefaultl from the pull- 
down menu to select the default detection mode of the 
frequency, as seen in "Default frequency range of the 
bands", page 14). 

4 Repeat steps 2 and 3 if you wish to designate other 
SKIP-frequencies. 

5 Click |OK] in the Skip Frequency Preferences dialog. 

* The frequency step vou have chosen here in the preset 
dialog onlv affects the step in which the frequency changes 
when you adjust it with ▲ or ▼, and is not saved as 
preference data. 

To cancel SKIP-frequency designation 

Click [Cancel]. 

Notes 

• All settings are NOT saved until you click [OK] in the 
Skip Frequency Preferences dialog. If you exit the Skip 
Frequency Preferences dialog by clicking [Cancel], the 
changes are not saved and the preferences will revert to 
the previous condition. 

• One SKIP-designation for a frequency is effective in any 
mode of scanning, for any detection mode. 

Tuning in to a SKIP-frequency 

You can select a SKIP-frequency and tune in to it. 

1 Click [SKIP] under PREFERENCES in the main 
window (or select [Skip Frequency Preferences] from 
the [Preferences] menu). 

The Skip Frequency Preferences dialog appears. 

2 Click the frequency you want to tune in to. 

3 Click [Tune On]. 

To cancel reception 

Click [Tune Off]. 

Note 

You cannot select a different SKIP-frequency while tuning in. 
Click [Tune Off] first to tune out of the present SKIP-frequency. 
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Saving Skip Frequency Preferences in 
files 

You can save SKIP frequency preferences in files. 
The controller runs the SKIP function on a single SKIP- 
frequencv data file at a time. Store SKIP-frequency data in 
files and switch the active SKIP-frequency file. 

Saving a file 

Click [Save] in the Skip Frequency Preferences dialog. 
The active SKIP-frequency file will be overwritten. If 
there is no active file, the Save As dialog will appear. 
Name the file, select the "Skip" folder and click [Save] 
in the Skip Frequency Preferences dialog. 
The extension ".txt" will be added automatically to 
the file name. 

Creating a new SKIP data file 

Click [New File] in the Skip Frequency Preferences dialog. 

If the current preferences have been changed, the 
controller asks you if you want to save the changes to 
the current preferences before creating a new file. 
If you do, click [Yes], 

The Skip Frequency Preferences dialog changes to a 
new untitled file. 

Editing existing SKIP data files 

1 Click [Open] in the Skip Frequency Preferences 
dialog. 

If the current preferences have been changed, the 
controller asks you if you want to save changes to the 
current preferences before opening an existing file. 
If you do, click [Yes]. 
The Open dialog will appear. 

2 Select the file you want to edit and click [Open]. 

The Skip'Frequency Preferences dialog changes to the 
file you have chosen. 




Pnnt | OK | Cancel j H»lp | 



Saving the edited file as a different file 

Click [Save As File...] in the Skip Frequency Preferences 
dialog. The Save As dialog will appear. Name the file, 
select the "Skip" folder and click [Save]. 

Note 

Save all Skip Frequency Preferences files in the "Skip" 
folder. Do not delete or move the folder or change its 
name. 

Deleting a SKIP-frequency 

1 Select the frequency you want to delete in the Skip 
Frequency Preferences dialog. 

2 Click IDelete]. 

To cancel deleting, click [Cancel]. 

Switching the active Skip Frequency 
Preferences file 

1 Click [Open] in the Skip Frequency Preferences 
dialog. 

If the current preferences have been changed, the 
controller asks you if you want to save changes to the 
current preferences before opening an existing file. 
If you do, click [Yes]. 
The Open dialog will appear. 

2 Select the file to be used as the active Skip Frequency 
Preferences file and click [Open]. 

The Skip Frequency Preferences dialog changes to the 
file you have chosen. 

3 Click [OK] to close the Skip Frequency Preferences 
dialog. 

Note 

If you click [Cancel] to close the dialog, the active preference file 
remains unchanged. 
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Other operation in the Skip 
Frequency Preferences dialog 

Printing the SKIP-frequency chart 

1 Click [Printl. 

The Print dialog will appear. 

2 Select the options to your choice and click [OK], 

Importing SKIP data from the receiver 

You can import SKIP data from the receiver. 

1 Click [SKIP] under PREFERENCES in the main dialog 
(or select [Skip Frequency Preferences] from the 
[Preferences] menu). 

The Skip Frequency Preferences dialog will appear. 

2 Click [Import]. 

3 Click [OK] in the import confirmation dialog. 



Sony Scanning R 



4 Click [OK] in the export confirmation dialog. 



i s ?^ Do you want to Import? 



If the current preferences have been changed, the 
controller asks you if you want to save the current 
preferences. Click [Yes] to save the changes. 

"Importing" will appear in the display. 

To use the imported data as the active SKIP data, click 
[OK] to close the Skip Frequency Preferences dialog. 
To keep the active preference data unchanged (i.e., 
revert to the condition-before you opened the Skip 
Frequency Preferences dialog), click [Cancel] to close 
the dialog. 
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"Exporting" will appear in the display. 

5 Click [Cancel] to close the Memory Scan Preferences 
dialog. 

To use the exported data as the active SKIP preference 
data, click [OK] to close the dialog. 

Erasing all SKIP data on the receiver 

Note that the erased SKIP data cannot be retrieved. Be 
sure of the data you are erasing. 

1 Select [Skip Data Of The Receiver] under [All Clear] 
from the [Options] menu. 

2 Click [OK] in the erase confirmation dialog. 
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Exporting SKIP data to the receiver 

You can select a Skip Frequency file and export its data to 
the receiver. 

Note that the original SKIP data on the receiver will be 
overwritten and cannot be retrieved. 

1 Click [SKIP] under PREFERENCES in the main 
window (or select (Skip Frequency Preferences] from 
the [Preferences] menu). 

The Skip Frequency Preferences dialog will appear. 

2 Click [Open] and select a file if you want to export an 
existing file. 

Click [New File] if you want to create and export a 
new file. 

3 Click [Export]. 
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Adjusting scan pause time 

Switching DELAY on/off 

By default, DELAY is turned on. 

Click [DELAY] in the main window to turn off DELAY. 
The DELAY indication will disappear. 
Click [DELAY] again to turn it on again. 

DELAY off: The receiver resumes scanning the moment 
signal reception is broken during scan pause. 

DELAY on: The receiv er does not resume scanning until 
there is a signal break of 2 seconds. 

Limiting scan pause time to 5 
seconds 

Check either [Until The Signal Stops] or [5 Seconds] under 
IPause Time] from the [Preferences] menu. By default, 
scan pause is set to "Until The Signal Stops". 

Until The Signal Stops: The receiver will remain in scan 

pause until signal reception is broken or scanning 

is resumed manually. 
5 Seconds: The receiver will pause scan only for 5 

seconds and resume scanning automatically at 

every stop. 



Adjusting Views 
Selecting display patterns 

Choose from 4 display patterns with different colors. 
Check a pattern from Pattern 1-4 from the [Views] menu. 



Turning off the pointer guide 

The pointer guide explains the function of the buttons 
when the mouse pointer is moved to point a button. 
The pointer guide is turned on by default. 
Uncheck [Guide] in the [Views] menu. Check it again to 
turn it on. 



^Additional information 

Starting up the CD-ROM 
frequency database 

The database holds information for over 3 million station 
frequencies nationwide. 

1 Insert the supplied CD-ROM in the CD-ROM drive. 

2 Select [Frequency Search] from the [Optionsl menu. 

3 The dialog prompts you to "Select Frequency 
Database". 

Select the drive number of the CD-ROM drive from 
the "look in:" pull-down menu. 

Select the file name; spec_win.exe 

4 Click [Open]. 
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From the second time, just insert the CD-ROM in the CD- 
ROM drive and select [Frequency Search] from the 
[Options] menu. 

You can tune the receiver using the database 

For instructions on using the frequency database, refer to 
[Help] on the database software. 

You can also save the search results of the database in a 
file on the PC (see "Saving database search results", page 
28). 
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Troubleshooting 



Cannot operate the receiver from the controller. 

• The receiver is not securely connected with the PC. 

— » Check connection and connect securely. 

• The COM port is not assigned to the serial port. 

— ► Check COM port setup (Double click System in the 
Control Panel. Click the Device Manager tab and 
confirm the properties tor the COM port). 

The controller quits unexpectedly. 

• If you are using Windows 95 version 4.00.950, the 
controller may quit during long continuous scanning 
operation with the following messages, due to a 
software bug of this version of Windows 95; 

"Out of storing space" 
"Out of memory" 

— ► Start up the controller again. If this continues to be 
a problem, update Windows 95. 

Cannot start up the controller. 

• Your PC may show the following messages and the 
controller may not start up when there is insufficient 
available memory,: 

"Out of memory" 
"Invalid picture" 
"Error loading from file" 

— » Quit one or more other application(s) and start up 
the controller again. 

If you are experiencing difficulty with the set-up or 
operation of your Sony ICF-SC1PC Controller or the 
frequency database, you may contact Sony for technical 
support as follows: 

Technical Support for the ICF-SC1 PC: 

1-888-633-SONY (7669) 
or 

http://www.sony.com/radioscanner 
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